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ULVERSTON  URBAN  DISTRICT  COUNCIL 


ANNUAL  REPORT 


OF  THE 


MEDICAL  OFFICER  OF  HEALTH 


FOR  THE  YEAR 

1965 


Divisional  Health  Offices, 
Brogden  Street, 
Ulverston. 


To  J  he  Chairman  and  Members  of  the 
Ulverston  Urban  District  Council. 

Mr.  Chairman,  Ladies  and  Gentlemen, 

I  have  the  honour  to  present  to  you  the  Annual  Report  of  the  Medical  Officer 

of  Health  for  the  year  1965. 

\ 

GENERAL  STATISTICS  AND  SOCIAL  CONDITIONS 


Area  (in  acres)  3 >196 

Population  -  Census  1961  10,527 

-  Registrar  General's  Estimate  of 
*  home  population  mid  19 65  10,340 

Number  of  inhabited  dwellings  3 >449 

Rateable  Value  -  £331>723 

Amount  produced  by  a  Penny  Rate  £1,316.8712. 


Although  a  large  part  of  the  district  is  rural  in  character  a  variety  of 
industries  are  cairied  on  in  the  town,  the  chief  of  which  are  tanning,  manufacture 
of  anti-biotic s  and  other  pharmaceuticals,  electrical  accessories,  and  light 
engineering.  Agriculture  plays  a  large  part  in  the  life  of  the  community  and  a 
cattle  market  is  held  weekly.  Ulverston  is  also  the  market  town  for  the  surrounding 
countryside  and  a  public  market  is  held  once  a  week. 

VITAL  STATISTICS 

The  principal  vital  statistics  for  1965  and  for  the  preceding  five  years  are 
given  on  page  2. 

Of  the  158  live  births  registered  during  1965  >  84  were  males  of  which  2  were 
illegitimate  and  74  were  females  of  which  3  were  illegitimate. 

Approximately  75/£  of  deaths  were  in  persons  of  65  years  of  age  and  over. 

The  principal  causes  of  death  were:-  Heart  disease  61,  Vascular  lesions  of  nervous 
system  43  and  Malignant  growths ,  21.  Of  the  6l  deaths  from  Heart  disease,  53  were 
due  to  Coronary  Artery  disease. 

The  adjusted  live  birth  rate  of  16.7  per  1,000  and  the  adjusted  death  rate 
of  11.4  per  1,000  can  be  compared  with  the  corresponding  rates  for  England  and 
Wales  of  18.1  per  1,000  and  11,5  per  1,000  respectively. 
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Adjusted  live  "birth  rate  (comparability  factor  1.09)  =  16.7  per  1,000 
Adjusted  death  rate  (comparability  factor  0,73)  =  11*4-  per  1,000 


STAFF 


Medical  Officer  of  Health 


Other  Appointments  Held:- 


Medical  Officer  of  Health  - 


Dalton- in-Furness  Urban  District 
Grange- over -Sands  Urban  District 
North  Lonsdale  Rural  District 


Divisional  Medical  Officer  - 


Health  Division  No.  1  - 
■Lancashire  County  Council 


Public  Health  Inspector: - 


J.K.  YATES,  Joint  Board  Certificate  R.S.I. 

Meat  and  Other  Foods  Certificate. 


SANIT- JRY  CEtCUMST/NCES  OF  THE  DISTRICT 


WATER  SUPPLY 

The  Furness  v'ater  Board  is  now  responsible  for  the  provision  and  maintenance 
of  public  water  supplies  in  the  Ulverston  Urban  District.  The  water  supplied  to 
tue  District  is  upland,  surface  v/ater  which  is  collected  into  Pennington  reservoir. 

It  is  sand  filtered,  then  stored  in  a  service  reservoir  of  2-g-  million  gallons 
capacity.  Subsequently  it  is  chlorinated  before  passing  into  the  trunk  main  for 
distr  ibut  ion. 

'  The  supply  was  satisfactory  in  quantity  throughout  the  year.  Samples  for 
bacteriological  examination  are  taken  by  the  Furness’  Water  Board  and  copies  of 
the  results  are  sent  to  me  by  the  Public  Health  Laboratory,  They  were  satisfactory. 

During  the  year  5 6  new  houses  were  connected  to  the  public  mains  and  at  the 
end  of  the  year  3,442  houses  were  supplied  direct;  1  was  supplied  by  a  standpipe 
and  6  from  private  supplies, 

SEWERAGE  AND  DRAINAGE 

The  sewage  is  screened  and  disintregated,  then  stored  and  discharged  out  to 
sea  only  on  an  ebb  tide,  but  storm  water  overflow  is  pumped  out  to  sea.  at  any  state 
of  the  tide.  All  operations  are  automatic.  o 

At  31st  December,  19 65  there  were  approximately  3,400  houses  on  the  water 
carriage  system  with  approximately  7,000  fresh  -water  closets. 
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HOUSING- 


(l)  Number  of  new  dwellings  erected  during  the 

( 1)  By  the  local  authority' 

(2)  By  other  logoi  authorities 

(3)  By  other  bodies  or  persons 


yz&x 


(2)  Total  No.  of'  Council-owned  dwellings  existing  at  end  of  yc-sr 


Houses 

Flats 

12 

r 

0 

Nil 

Nil 

38 

Nil 

1 

j  1041 

(3)  Inspections  of  dwellin,  ;s  during  the  year :  - 

(l)  (t.)  Total  No.  of  'dwel  -ings  inspected  formally  or  informally 
for  housing  defects  (under  Public  Health  or  Housing  Acts) 

(b)  No,  of  inspections,  formal  or  informal,  ma.de  for  the  purpose 

No.  of  dwellings  In  (a)  above  found  to  be  not  in  all  respects 
reasonably  fit  for  human  habitation  but  capable  of  being 


(°) 


rendered  fit 


38 

76 

38 


(2)  Total  No.  of  dwellings  existing  at  end  of  y.ar  which  were  unfit 
for  human  habitation  and  not  capable  at  re  sonable  expense  of 
being  rendered  fit  and  in  respect  of  which 

(a)  Demolition  Orders  have  been  made  (at  any  time) 

(b)  Demolition  or  Closing  Orders  have  not  yet  been  :ade 


62 

50 


(4)  Houses  Demolished:  - 

In  Clearance  A  eas: 

(1)  Hou.se s  unfit  for  human  habitation 

(2)  Houses  included  by  reason  of  bad 
arr angement  ct c . 

(3)  Houses  on  land  acquired  under  Section 
43(2)  Housing  Act,  1957 

Not  in  Clearance  Areas: 

(4)  As  a  result  of  formal  or  informal  procedure 
unc-  r  Section  17(l)  Housing  Act,  1957 

(5)  Local  Authority  owned  houses 
certified  unfit  b;>  the  i iodic al 
Officer  of  Health 

(6)  Houses  unfit  for  human  habitation  *vh,:.e 
action  has  been  taken  under  local  Acts 

(7)  Unfit  houses  included  in  Unfitnesr 

Orders 


nouses 

Demolished 


11 


,11 


Displaced  luring  year 


Persons  Families 


Nil 


Nil 


Nil 


Nil 


Nil 


6 


ill 


Nil 


Nil 


Nil 


Nil 


Mil 


Nil 


Nil 


Nil 


(5)  Unfit  Houses  Closed:- 
(l)  Under  Sections  l6( 


1  's  1 

k) ,  1 


7(1)  and  35(1) 


Housing  Act,  1957 

(2)  Under  Sections  17(3)  and  26,  Housing 
Act,  1957 

(3)  Parts  of  buildings  closed  under  Section 
18,  Housing  Act,  1957 


Nil 


Nil 


:  umber 

2 

Nil 


j  Displaced  during  year 

Persons  Familie s 
"  1 


I  Nil 

t 

- - - 


Nil 


—  -j 


Nil 


Nil 


Nil 


Nil 


(6)  Unfit  Houses  Made  Pit  and  Houses  in  which 

By 

Bv  Local 

Defects  were  Remedied:- 

Owner 

Authority 

(l)  After  informal  action  by  local  authority 

11 

(2)  After  formal  notice  under  (a)  Public' Health  Acts 

Nil 

Nil 

(b)  Sections  9  and  16 

Housing  Act,  1937 

Nil 

Nil 

(3)  Under  Section  24,  Housing  Act,  1957 

Nil 

Nil 

(7)  Unfit  Houses  in  Temper  ary  Use  (Housing  Act,  1957) 


Nil 


Purchase 


of  Houses  by 


Agreement:  - 


Number  of 
houses 


Houses  in  Clearance  Areas  other  than  those  included 
in  confirmed  Clearance  Orders  or  Compulsory  Purchase 
Orders  purchased  during  the  year 


Number  of  occu¬ 
pants  of  houses 
in  Col.  (l) 
(2) 


Nil 


(9)  Housing  Ad,  1949  andHousing  (Financial  Provisions  ) 

Act,  1930  -  Improvement  grants,  etc. 


No.  of  dwelling  houses  or 
other  buildings  affected  in 
schemes  of  - 


Action  taken  during  the  year;- 

(1)  Submitted  by  private  individuals  to 

local  authority 

(2)  Approved  by  local  authority 

(3)  Submitted  by  local  authority  to  Ministry 

(4)  Finally  approved  by  Ministry 
(3)  Work  completed 

(6)  Additional  separate  dwellings- included  in 

(5)  above 


Private  Bodies 
or  individuals 

Local  Authority 

5 

5 

- 

— 

1 

5 

Nil 

1 

(10)  House  Purchase  and  Housing  Act,  1959,  Standard  Grants:- 

No.  of  dwellings  or 

other  buildings 
affected 

Action  during  year: 

(l)  Applications  submitted  to  local  authority  for 

improvement  to  (a)  full  standard 

38 

(b)  reduced  standard 

Nil 

(2)  Total  applications  approved  by  local  authority 

for  improvement  to  (a)  full  standard 

36 

(b)  reduced  standard 

Nil 

(3)  Work  completed 

VO 

C\] 
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ITSPECTIQU  AMD  SUPERVISION  OF  FOOD 


Information  regarding  the  in 
places  where  food  is  prepared  are 
Inspector.  (Appendix  VF) 


spection  of  meat,  shops,  stalls, vehicles  and 
given  in  the  report  of  the  Public  Health 


II'IFHCIIOUS  DISLaSES 


the 


The  number 
t  ble  below, 


of  cases 
together 


of  infectious  disease  notified  in 
with  tiie  numbers  notified  in  the 


1965  is  given  in 
preceding  9  years. 


Disease 

i 

i 

;  I960 
!  - 

1961 

1962 

1963 

; 

. 

! 

19  64  1 
! 

! 

' 

i 

• 

! 

j  1965 

Scarlet  fever 

2 

. .  i  .  .  ....  .  . 

0 

1 

. 7 ' 

8  i 

1 

1 

2 

Measles 

|  S9 

i_ 

90 

23 

192 

21  * 
__  i 

264 

i 

Whooping  c  ou  h 

1  3 

j 

5 

0 

12 

r*  —  -  ~ 

1 

2 

i 

|  0 

Dysentery' 

1  ^ 

* 

2 

0 

1 

1 

i 

0 

Menigococcal 

infection 

i  1 
. 

0 

0  • 

0 

0 

• 

j 

0 

1 

Food  'poisoning 
—  » — * 

i  i 

• 

0 

0 

L . .. 

0 

L  . . . 

u 

;  0  I 

!  1 

TOTALS 

j 

100 

97 

24 

205 

32  ‘ 

!  i 

266 

TUBERCULOSIS 


There  were 
deaths  in  women 


3  new  cases  of 
ages  75  and  80 


tuberculosis  notified,  during  1965? 
year  s  re spe  c t ive ly , 


and  two 


The  table  below  shows  the  number 
in  Ulvcrston  Urban  District  residents 


of  new 
during 


cnsi  s  and.  deaths  from  tuberculosis 
the  past  12  years. 


few  Gases  !  Deaths 


Respiratory 

Uon-Respii 

vtory 

Respiratory 

Non-Respiratory 

L 

Tears 

T./r 

M 

T7l 

1? 

.  M  . 

F 

M 

F 

M 

F 

1954 

6"'  ~ 

7 

1  f 

_  . 

0 

1 

1 

0 

0 

1955 

6 

1 

0  1 

.  _ 

0 

. 

0 

0 

0 

0 j 

1956 

4 

4 

2 

0 

1 

1 

0 

0 

1957 

2 

0 

0 

0 

_  .  - 

0 

0 

0 

0 

1958 

2 

2 

0 

0 

■  ■ 

0 

0 

0 

0 

1959 

•  k 

3 

0 

0 

0 

0 

0 

0 

i960 

1 

2 

0 

0 

0 

0 

0 

i 

0 

1961 

2 

2 

1 

0 

1 

0 

0 

0 

1962 

0 

0 

0 

0 

0 

0 

0 

0 

no 

0 

0 

0 

— 

1 

0 

0 

0 

0  ! 

1  1964 

0 

0 

0 

° 

0 

1 

0 

0  : 

i  . 

1965 

1 

0 

21 

,rl 

0 

0 

0 

1 

0 

1  i 
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NATION AL  ASSIST-TOE  MI'S,  1948  &  1951 


It  was  not  found  necessary  to  take  any  action  under  the  above  mentioned 

Acts. 


In  conclusion  it  is  my  pleasure  to  thank  the  Members  of  the  Health  Committee 
and  the  Officers  of  the  Ulverston  Urban  District  Council,  particularly  the  Public 
Health  Inspector  for  their  unfailing  courtesy  and  help, 

I  have  the  honour  to  be, 

Your  obedient  servant, 

J.L.  WILD. 

Medical  Officer  of  Health. 
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1965  -JML  REPORT 


Appendix 


t  >.  t 


A  survey  of  all  houses,  except  Council  owned,  built  prior  10  about  1950, 
was  completed  during  the  latcer..pa.rb  of  the  year.  The  report  presented  to  the 
Council  on  this  survey  w  e  intended  to  summarise  the  changes  in  housing  which 
have  taken-  place  during  the  past  10  years,  review  slum  clearance  property  and 
areas,  and  sug  est  policies  for  improving  housing  conditions. 


One  part iculor  sa.t isf  -act  or; 


a.  spec  i 


•hown  by  the  survey  was  the  number  of 


housing  improvements  carried  out  during  this  period.  In  1955  some  2 Qfo  of  the 
houses  in  the  district  were  without  a  constant  hot  water  supply  and  fixed  bath 
or  shower.  This  figure  in  the  10  year  period  h.  1  be -on  educed  to  12%  and  similar 
improvements  wer  revealed  for  sanitary  -  ccom  ;odation  etc.  These  facts  are 
interesting  particularly  for  the  reason  that  over  4-50  houses  had  been  brought 
up  to  a  reasonably  high  standard  but  only  260  were  improved  ith  improvement 
grants.  It  is,  however,  desirable  that  all  hous  s  in  the  same  neighbourhood  be 
expected  to  enjoy  a  lengthened  life  and  equally  improved  so  that  the  difficulty 
and  hardship  -  :ay  be  avoided  when  some  houses  are  allowed  to  d  cay  close  to  or 
even  adjoining  those  houses  which  hive  bean  improved. 


The  report  divided  the  town  into  eight  suggested,  improvement  areas,  which 
showed  that  in  the  Central  districts  only  2%  of  the  houses  required  improving 
but  that  in  the  Eastern  area  up  to  60%  of  the  houses  lacked  standard  grant 
amenities. 

It  was  agreed  initially  to  informally  Aeal  with  the  Central  torn  area,  as 
an  improvement  a/ea,  and  approach  the  owners  of  properties  which  lacked  certain 
amenities  am  request  that  these  houses  be  brou  lit  up  to  the  full  standard.  Prom 
the  result  of  this  it  will  be  possible  to  ascert  in  the  response  to  this  form  of 
approach  and  act-ion  ill  then  be  taken  in  t‘  e  other  areas,  as  appropriate,  to 


improve  me  houses  where  necessary. 

JL 


Slum  clearance  presents  no  particular  .roblem  although  the  repl  cement  of 
obsolete  houses  will  remain  for  many  years  as  properties  -each  the  end  of  their 
useful  life.  Some  ~fyb  of  the  total  housing  existing  in  1 955  has  been  demolished 
or  closed  and  awaiting  demolition  but  during  this  some  period  216  more  new 
dwellings  have  been  built,  . .  number  of  unfit  houses  will  be  demolished  as  the 
new  road  is  constructed  but  there  are  time  main  areas  of  sub-standard  housing 
remaining,  i.  e.  ,  The  Ellers  adjacent  to  the  Brittania  Inn,  Upper  Brook  Strict, 
and  Tyson  Square,  he  got  iat  ions  ore  non-  taking  place  for  the  purchase  of  the 
first  area  and  re-housing  of  the  occupants  should  fol  ow  in  due  course. 


36  Standard  Improvement  Grants  and  two  Discretionary  Grants  were  approved 
the  some  numb  rs  as  19 64.  The  amenities  provided  by  gr  nts  were  - 


Fixed  baths 

Tash  hand  basins 

Hot  water  supply 

W.C.s  within  the  building 

Food  stores 


17 

17 

16 

25 

19 


The  average  standard  grant  paid  per  house  was  op  -.roximately  £94  which  bears 
favourably  with  the  national  average  of  £111. 


Three  applications  for  certificates  of  disrepair  were  received  and  consequently 
two  certificates  were  issued  and  in  the  third  c:  sc  an  undertaking  from  the  landlord 
to  carry  out  repairs  was  acc 


OFFICES ,  SHOPS  -ANT  Rail 


Y  F  'EMISES  ACT,  1963. 


Four  shops,  one  office  and  a  wholesale  shop  'vrere  added  to  the  register 
during  the  year  making  a  total  of  169  registered  premises.  253  visits  of 
inspection  were  carried  out  at  112  of  these  premises  and  a  total  of  22 
contraventions  were  found  relating  to:- 

C  leanline  ss  '2 

Temperature  1 

Ventilation  2 

Sanitary  Convenience  2 

Washing  facilities  8 

Floors,  passages,  stairs  5 

First  hid  General  provisions  2 


A  certificate  of  exemption  is  in  op  ration  at  an  office  in  respect  of 
sanitary  conveniences  and  a  running  water  sup  ly.  Two  accidents  were  reported 
"both  non-fatal,  one  arising  at  an  office  and  the  other  at  a  retail  shop.  The 
circumstances  were  such  that,  after  investigation,  no  further  action  was 
considered  necessary* 

The  Ministry  asked  Local  Authorities  to  report  specifically  on  the  enforcement 
of  the  requirements  to  provide  suitable  and  sufficient  lighting.  Unfortunately 
the  delivery  of  a  suitable  photometer  for  measuring  the  standards  of  lighting  was 


delayed  and  consequently  the  amount -of  practical  work  done 


va 


insu  f icient  to 


form  any.  satisfactory  conclusions.  From  the  few  results  recorded  it  would  appear 
that  some  office  lighting  is  bela  the  Illuminating  Engineering  Society's 
recommended  standards  and  where  this  was  very  apparent,  suggestions  for  improving 


was  given. 


The  general  impression  of  the 


the  lighting  over  work  tables  'etc, 
standard  of  natural  and  art ic if ial  lighting  in  offices  end  shops  is  considered 
in  most  cases  to  be  reasonable  although  a  specific  legal  standard  will  be  of 
considerable  assistance  in  determining  what  is  proper  lighting. 

FOOD  -  MEAT  INSPECTION 


The  total  number  of  animals  slaughtered  and  inspec  ed  nt  the  Council  Public 
Abattoir  w  s  the  highest  since  the  premises  opened  in  March,  i960.  -On  the  basis 
of  the  Ministry’s  meat  consumption  figures  the  amount  of  carcase  meat  produced 
would  be  sufficient  for  a 'population-  in  excess  of  20,000  and  Curing  the  peak 
period  reached  proportions  equal  to  over  30,000  i.e.  three  times  greater  than 
this  Urban  Districts  normal  requirements.  Although  at  no  time  was  there  any 
exceptional  difficulty  in  coping  t  ith  the  s taught  r  of  animals  some  embarr.^ment 
is  being  caused,  by  the  inadequacy  of  the  cooling  room.  The  congestion  is  primarily 
made  by  butchers  leaving  carcase  meat  hanging  in  the  premises  for  periods  in  excess 
of  A8  hours  causing  over  filling  of  the  room.  The  number  of  cattle  slaughtered 
remains  fairly  constant  but  there  has  been  a  small  increase  every  year  in  the 
number  of  pi  .s  and  which  may  in  pert  be  due  to  the  higher  cost  ,  of  beef  animals. 

Of  the  8,327  animals  inspected,  A0  complete  carcases  were  rejected  and  condemned 
as  being  unfit  for  human  consumption  and  the  table  following  defines  the  particular 
forms  of  unfitness,  'Once  again  the  majority  of  these  rejected  carcases  were 
received  as  casualties  either  having  suffered  injury,  accident  or  sickness 
previously.  The  number  of  parts  of  carcases  or  organs  found  to  be  affected  by 
disease  was  comparatively  low  but  cirrhosis  of'  the  liver  caused  by  flukes  in 
beef  animals  means  the  rejection  of  a  high  proportion  of  livers. 
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Carcases  inspected  and  condemned 


Cattle 

... 

■  Sheep" 

—  - 

excluding 

C  ows 

C 

alves 

and 

Figs 

Cows 

Lamb  s 

Number 

killed 

1318 

97 

66 

4532 

23 14 

Number 

not  inspected 

— , — - - - 

- - N 

I 

L  — 

T 


All  diseases  except  Tuberculosis 

and  CysticercQ  sis 


Whole  carcases  condemned 

4 

4 

3 

21 

6 

Carcases  of  which  some  part  or 
organ  was  condemned 

64 

18 

— 

10 

10 

Tuberculosis  only 

Dhole  care  ses  condemned 

Nil 

Nil 

Nil 

Nil 

Nil 

Carcases  of  which  some  part 
or  organ  was  condemned 

Nil 

Nil 

Nil 

Nil 

Nil 

Cystic er co sis 

Carcases  of  which  some  part 
or  organ  was  condemned 

2 

Nil 

Nil  * 

Nil 

Nil 

Carcasses  submitted  to  treatment 
by  refrigeration 

2 

Nil 

Nil 

Nil 

Nil 

Generalised  -and  totally  condemned 

Nil 

Nil 

Nil 

Nil 

Nil 

able  showing 

the  disease  or  condition 

causin 

g  t  otal 

carcase 

c  ondemnat  ion. 

Type  of 

Animal 

Disease 

Bruising  ( Ext  ens ive ) 

Emaciation  (Pathological) 

Cattle 

2 

Calves 

Sheep 

3 

7 

Pigs 

Fever 

1 

Oedema. 

O 

O  •  • 

Pneumoni 

cl 

1 

1 

pyaemia 

(including  Joint-ill) 

2 

3 

3 

S  opt ic  aemia 

2 

2 

O 

A- 

2 

Tumours 

(Multiple) 

1 

Total 

8 

3 

21  : 

6 

The  total  wei  ht  of  carcase 
3  carts.  3e  lbs. 


,t  condemned 


at  tee  Abatoir  was 


2  tons. 


OTHER  POOD  PREMISES 


successful  prosecution  uncles 


J_V 

Ul 


Pood  By;  iene  (General)  Regulations 


was  taken  against  a  trader  for  failure  to  keep  clean  the  walls  and  ceiling  of 


'Oc 

o.  food  preparing  room 


ana 


ines  totalling  £20  sore  imposed. 


k  total  of  178  visits  of  inspection  were  .de  altogether  to  food  premises 
and  notices  we . e  sent  to  proprietors  of  six  establishments  notifying  them  of 
some  contraventions  of  the  Pool.  Hygien:  Regulations.  The  general  standard  of 
hygiene  is  good  and  improvements  cm  -  iod  out  at  shop  premises  in  compliance 
with  the  Offices,  Shops  anc  Railway  Premises  wet  have  in  most  cases  benefited 
food  premises  by  providing'  rest  rooms  n  eat  in;  rooms  away  from  food  handling;  rooms, 


Voluntary  sur;  ender 
approximately  y%  cuds  of 


of  u  .sound  food  resulted  in  the  c onderiiie t ion  of 
various  canned  meats,  fruits  and  vegetables  etc. 


“3“ 


SAItffLING- 


I  line ^samples  of  milk,  as  delivered  to  the  consumer,  were  submit  ced  for 
analysis  for  the  presence  of  Tuberculosis,  Brucella  and  anti-biotics  and  also 
•cestnag  for  cleanliness  by  the  Methylene  Blue  test,  .ill  these  samples  were 
iouna.  oo  be  s-ibisi  ac  cory.  It  './as  seated  in  the  19  64  report  that  individual 
co  resampling  from  herds  containing  cows  which  had  been  found  to  be  positive 
to  -che  Brucella  best  would  be  carried  on  into  1965.  Some  115  individual  cow 
samples  were  'oaken  from  three  herds  and  7  samples  were  positive  when  cultered. 
.-arrangements  were  made  with  the  farmers  concerned  to  segregate  the  affected 
animals  am  send  the  milk  for  pasteurising  as  previously.  A  degree  of  control 
rucello.sis  was  thus  cf  i  ected  but  limitations  imposed  later  in  the  year  by 
the  Pathological  Laboratories  over  the  number  of  individual  cow  samples  to  be 
sent  1  or  testing  made  it  possible  to  sample  only  bulk  supplies  of  milk. 


.Two  samples  of  the  public  water  supply  submitted  f 
examination  were  found  to  be  sati  factory  on  nalysis, 
manufactured  ice  cream  also  submitted  for  analysis  wore 
"provisional  grade  l!i. 


or  bacteriological 
Two  samples  of  locally 
satisfactory  being  in 


RODENT  CONTROL 


393  premises  wore  inspected  for  the  presence  of  rats  or  mice  and  at 


390  Ox  these,  poison  baiting  was  c-r  riled  out.  No  major  infestations  were  found 
during  the  year  probaoly  because  of  the  degree  of  control  it  is  possible  to 
maintain  oy  carrying  out  routine  inspections  of  industrial  and  agricultural 
p±  emises.  Bower  baiting  on  two  occasions  revealed  a  slight  rat  infestation 
in  one  area  ana  cni .  was  subjected  to  an  intensive  block  control  treatment  in 
order  to  eliminate  the  vermin. 


17  Council  and  2k  other  houses  were  disinfested  because  o: 
ants,  cockroaches  or  wasps  which  were  becoming  a  nuisance. 


insects,  mainly 
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FACTORIES  ACT,  1961 


Appendix  'B ' 


Annual  Repo 
in  respect 
Urban  Disir 


rt  of  the  helical  Officer  of  Health 
of  the  year'  1965  for  the  Ulverston 
ict  in  the  County  of  Lane ‘-.shire. 


Prescribed  Particulars 
of  t  he  r ' ac  t  or  ic¬ 


on  the  Administration 
s  Act,  I96I. 


Part  1  of  the  Act 


Inspections  for  purposes  of 


prov: 


made  by  the  Public  Health  Inspectors). 


.sions  as  to  health  (including  inspections 


Premises 

Number 

on 

Register 

Number  of 

Writt en 

Inspections  Notices  . 

Occupiers 

Prosecuted 

Factories  in  which  section  1,2, 3*4  and  6 
are  to  be  enforced  by  Local  Authorities 

5 

5 

1 

Factories  not  included  above  in  which 
Section  7  is  enforced  by  the  Local 
Authority 

’68 

129 

Other  premises  in  which  Section  7  is 
enforced  by  the  Local  Authority 
(exluding  outworkers  premises) 

Nil 

i  Nil 

_ 

Nil 

- 

Nil 

TOTAL 

73 

134 

Nil 

Nil 

2  -  Cases  in  which  Defects  were  found. 


I 

! 

Referred 

To  H.M.  By  H.M, 

Particulars 

Found 

Remedied 

Inspector 

Inspector 

Want  of  cleanliness  (Si) 

l  i 

— 

0 ver  cr  ovvding  ( S  2  ) 

~ 

"" 

Unreasonable  temperature  (S3) 

Inadequate  ventilation  (S4) 

— 

— 

___ 

Ineffective  drainage  of  floors  (s6) 

— 

— 

- 

Sanitary  conveniences  (S7) 

(a)  Insufficient 

— 

— 

(b)  Unsuitable  or  defective 

— 

— 

— 

(c)  Not  separate  for  sexes 

- 

— 

— 

— 

Other  offences  against  the  Act 
(not  including  offences  relating  to 

outwork) 

I 

_ 

: 

TOTAL 

! 

; 

1 

_ 

Part  Vlll  of  the  Act 


Particulars  under  Sections  Ilf  and  134 

No.  of  outworkers  in  August  list 

No,  of  cases  of  default  in  sending  lists  to  Council 


Nil 

Nil 
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